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iLB-JECT s Delegation of Authority for the 
Field Use i 



t£F£RElC£s A. 

Br. 

C* 


9 October 1954 Para,! 3« 
2>fayl956 : 

August 1954, Para„ pUB 


sat of Air Condition 


Mi i s!J! I ■ 1 

*M« -i i ■ ; . 


AfTICSi REQUIRED i Review Requirements for Air Coa^itioni^ and Initiate 


t • | | or\ 

1 , Effective upon receipt of this dispatch* the delegation* as no 
in reference. C | is hereby .given to the above addjteaaaaa for field proem 
ifent of window 'type air conditioners to be :insta4lM]&|MHHiHW|| 
living quarter* of staff espLcyees and staff agents avsJSiSl^^rafWeT 
gat ion of authority will* ; inj all instances, be qualified ha follows * 

i ' f' | -i i ^ ■ ... .= .v 

Ao The criteria set forth in reference B suet be «et 0 


Bo The rauaber of units per set of quarters shall not 
sxceed three (3) each as follows: 

r i : I : 

(1) One unit Bay be allowed per stjuff aseployes 

or staff agent ; 1 > : 

I }■■■:■:?.{ ‘S.’-fl i : : {' ■ 

■ ’ ' n ’ I ; ■ ; ] ; ; ; , j ] r , ; . j. j 

(2) A second unit may be allowed whan two! qualified 
dependents retire iplth the staff eaployiee dr staff sg®ni c 


\i (3) A third unit aay be authori 
employee or staff Agent has Bore than 
pendente residing With him* 


e.etSn 

led 


Co The unit being procured does not exceed one (1) ton 
nominal aspaoity,, Ik: llisJ 


Do The delivered cost of each unit to 
of any duty payable, does not exceed the fcl 


e pjrocjajred exclusive 

owlngi!' 


(1) 3/4 tnpo.jooc.ocooooo #275 

(2) 1 ton .0 06 0 0 0 0 0 0 00 00 #398 


ii i it*!!! 
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E Qoly recognised brand® of standard units with available! 
aesrvlo* facilities iihall procured , 

I j|. i . j • ! I ■ 

F, The install ation of air pom it lone ras la Icoapatl ble with 
operating procedure* 

6 « Adequate wiring and. power facilities! are! available and 
equipment till be proper^. ‘ins tailed, jj ;] } |j. ; j :; - 


25X1 C4a 


.leases will b* Modified m sscjeapar^ to 'icsjup* cpn 
p)||| H ownership of the equipment and removal 1 upon tdrEioiat 

TT^^arraaganente c : 


lo Adequate funds for prooureiawnt and ii^tallatiou are avail 


able 


25X1 A9a 


Aiteohasnts . X 


Distributions 

» Addressee 
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